Approved For Release 2002/10/16 : C A-RDP64B00187A000700090104-9 

SECREl 


DPD-4872-60 
28 June I960 


MEMORANDUM K)R THE RECORD 

SUBJECT: Concurrence in Amendment No* 8 to Contract No* HF-.CT-693 
with General Precision* Inc., Pro;ject CHALICE 
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1* This memorandum contains a recommendation submitted for 
concurrence of the undersigned. Such recommendation is contained 
in Paragraph 4, 

2, Contract No, HF-CT-693 covers procvirement of replacement 
spares, kits, etc., in support of Radan equijanent previously pro- 
cured, 

3, Amendment No, 5 established a fixed pricing formula for 
the period 1 July 1959 - 30 June I960, Note 1 appearing in the 
formula read as follows: 

"Note 1 - In the event the supplies called for hereunder 
exceed $2,000,00 during this period, the 
parties hereto agree to review and, if feasible, 
negotiate new rates for this period,” 



^ change in the pricing formula. No funds are involved in this Amend- 
" ment. 


4, Concurrence in Amendment No, 8 to Contract No, HF-CT-693 
is recommended, 


Contracting Officer, DED 
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